
TO: Dr- R. M. Ikeda May 1, 1968 

FROM: J. E. Wickham 

SUBJECT: Comparison of FTC Tar Data of TITL vs, Philip Morris 

Comparisons were made between TITL Market Sample #2 and 
Morris data of February, 1968. See attached graphs- The TITL 
Market Sample #2 was obtained from SO retail outlets throughout 
the United States and the sample was split between TITL and the 
Federal Trade Commission (FTC). As per conversation with Dr. W. 
Steele today (5-1-68), some of the samples were obtained from the 
50 retail outlets with varying tipping paper lengths. The cigarettes 
were marked to a tipping + 5 mm and smoked regardless of butt length 
and averaged. This may be responsible for some o£ the differences 
between TITL data and Philip Morris data. The FTC data are not 
available as yet. 

The Philip Morris data are based on samples obtained through 
our C.I. Program. 


The level differences in the analyses between TITL and Philip 
Morris are shown in Table I. The large differences between the 
two laboratories in TPM and water are canceled out in the FTC tar 
values. The reason for this difference in water needs to be 
investigated. 

The nicotine analysis appears to be out of line as demonstrated 
by Graph III. In the lower range, TITL is higher than Philip Morris; 
however, in the higher range,TITL is lower than Philip Morris. 
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cc: H. Wakeham 
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